STATINTL 

I 


Approved For Release 2001/08/3^: Cl A-RDP78-0471SA000200 190062-3 


r 


E.B 


n -iqKi? 

■j sQ 4 i 


M&ORAKDUM FOHs Mentor* of the Building Steering Cobalt tee 
SUBJECT : Statue of Building Plane 


1. Harrison end Abrajsovit*, the Public Buildings Service, 
and the Building Planning Staff have aet to review the estisataa 
for the new building baaed upon the present plana submitted by 
the architect. In order to construct this building within funds 
available, it appears that further reductions in the ocoq?ai 4 sy 
will he neceasary. If son* of the design features are changed 
or eliminated, the reductions necessary may be leas extensive than 
will be required if all of the present design features are retained. 


2. I am forwarding herewith a brief sussaary of the present 
status of the building planning outlining this problem. I should 
like the Steering Cons&ittee to discuss this natter, in addition 
to the problem of selecting a cafeteria concessioncaire, immediately 
after the Deputies' meeting on Monday, 25 February 1957, in order 
that a p p r o pr i ate guidance can be provided to the Public Buildings 
Service for transmittal to the architect. 
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cmemz status op nmu&m m&summm 


1. The architect* s eoat eetijsate for tee building, in ac- 
cordance with Space Directive (l,S35*000 net sq. ft*)* was 
delivered to the Public Buildings Service cm 11 February 1957* 

The gross area Indicated was 1 * 661,000 sq. ft*, developing a 
ratio of 66.36 per cent net to gross and providing space as follows 1 


CIA 


General Purpose 
Interior Parking 
Auditorium 


l,lVl, 15 © sq. 

4,500 " 

6,000 " 


ft. 


PBS 


Custodial 

Cafsteris 

fom mi 

TOTAL GRC33 

TOTAL NET TO GREW 


55,550 " 

52,,3qq * 

1 , 235,000 sq. ft. 
x,ctel,000 sq. ft. 

66.36 per cent 


By Joint review (Public Buildings Service, Farr i son end Atoraaov its, 
and the Building Planning Staff) of the estimate and by casiparieon 
or adjustnant with the Public Buildings Service estteate, it has 
been agreed that approxl. ately $6,661,000 additional would be required 
to construct the presently pla ned building retaining the special 
design features ad providing the desired special requlre^CBts . 


2. In accordance with the DCI directive of 26 January 1957 
(to reduce the building space as necessary to permit corstjruetlon 
within available funds) the net space would he reduced to the follow- 
ing totals* 


CIA 

General Purpose 

957,366 sq. 


Interior Farkii g 

4,500 * 


Auditories- 

6,000 " 

PBS 

Custodial 

30*550 * 


Cafeteria 

52,600 * 


TOTAL SET 

1 , 651*216 sq. 


APPROX TOTAL GROSS 

1*563,750 »q. 


TOTAL SEP TO GROSS 

67.2 per cent 
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3* It was I apparent that the above noreal cost of the following 
design feature* shown on the dtegrasraatic sketches necessitated a 
part of trl* reduction (approximately 18k,000 net oq. ft. of CIA 

apace.) 


(a) Curved shapes or rounded asuers of ground and 

first floor walls 

(b) Cantilever at first floor and third floor slabs 

(e) Precast concrete (wall bearing) fresses for all 

3#k,5# and 6th floor windows. 

Since it mmy be possible to cheapen or eliminate these features, it 
was agreed at the 12 February 1957 Liaieoi^ Officer's seating that 
development of a reduced space directive would be delayed peadULug 
completion of the Architect -Engineer study and revised estimate. 

k, the Architect- Engl neer study of the above itesa, together 
with consideration of elimination of the auditorium and passage tram 
the main betiding to the bus loading area will be wade as quickly 
as possible. Also la tie interest of saving or gaining net space, 
the architects have beet, requested to consider 

(a) A different type convector mit under the window* 

(b) Hislnatlon of all ground and first floor windows in 

the outside walls (retain all widows in walls of courts) 

(c) KLifelnatioc of four paaaanger elevators 

(d) Change of cafeteria design 

(e) Decrease of 7th floor set-back (6 ft. in lieu of 10 ft.) 
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